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OPINION 



IS THAT GOVERNMENT SHOULD NOT CONSTRUCT 
.^UIREMENTS* ABOVE WOULD SEEM TO OBVIATE NEED' 
mss GATE* XWIRM AND ADVISE LINEAL FOOTAGE AND FENCING 
CLOSE msiING OPENING IF. ANY IN FENCE AT THAT POINT. >- 
IgES]* AN GUARD AT . MA IN .ENTRANCE TO S ITE NOT RPT NOT 
MMSARY. ADVISE LINEAL FOOTAGE FENCING REQUIRED TO PREPARE 

FOR LATER INSTALLATION OF MAIN ENTRANCE GATE. 

M L 1T CONSIDERED NECESSARY IN CASE^^^H 
J^CT FENCE BETWEEN HIS PROPERTY AND THE GOVERNMENT'S SITE. 
SUBMIT NEW PROPOSAL BASED ON ABOVE* 
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